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Message Text 


UNCLASSIFIED 

PAGE 01 ZURICH 00608 051641Z 
73 

ACTION ST-01 

INFO OCT-01 VOE-OO ISO-OO /002 W 

121522 

R 051600Z NOV 74 
FM AMCONSUL ZURICH 
TO SECSTATE WASHDC 1951 
INFO AMEMBASSY BERN 

UNCLAS ZURICH 0608 

FOR: ST/P AND VO 

E.O. 11652: N/A 
TAGS: CVIS, SZ 

SUBJ: REPAIR OF ELECTRIC CERTIFIER T8100 (VISA MACHINE) 

1. BECAUSE OF FAULTY MOTOR, WE WERE NOT ABLE TO PLACE 
ELECTRIC CERTIFIER T8100 RECEIVED BY ZURICH IN EARLY OCTOBER 
INTO SERVICE. MACHINE WAS RETURNED TO DEPT. STATE WAREHOUSE, 
WASHINGTON REGIONAL SUPPLY CENTER, 8400 TERMINAL ROAD, 
NEWINGTON. VIRGINIA, UNDER REGISTRY NO-2283282 ON OCTOBER 16, 1974. 

2. PI .EASE VERIFY RECEIPT AND FURNISH ESTIMATE OF WHEN MACHINE 
OR REPLACEMENT CAN BE RETURNED TO ZURICH. ELECTRIC MACHINE IS 
NEEDED URGENTLY AT POST IN VIEW OF HEAVY VISA WORKLOAD AND POOR 
CONDITION OF MANUAL CERTIFIER CURRENTLY IN USE. 

NELSON 


UNCLASSIFIED 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 NOV 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ZURICH00608 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D74031 7-0798 
From: ZURICH 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 974/newtext/tl 9741 168/aaaacfuu. tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ST 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 NOV 2002 by smithrj>; APPROVED <26 NOV 2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REPAIR OF ELECTRIC CERTIFIER T8100 (VISA MACHINE) 

TAGS: CVIS, SZ 
To: STATE 
Type: TE 
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